CATHEDRAL  OF  THE  IMMACULATE  CONCEPTION 
Claiborne  at  Dauphin  Street 
Mobile,  Alabama  36602 

Cornerstone  placed,  1835;  Consecrated  for  worship 
1850;  Twin  towers  completed  in  the  1890  s.  The  edifice 
serves  a  congregation  formally  organized  in  1704  mak- 
ing it  the  mother  church  of  Alabama  and  oldest  parish 
on  the  Gulf  Coast. 
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